
ANALYTICAL RESEARCH LABORATORIES 

840 RESEARCH PARKWAY, SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405) 271-1144 
FAX (405) 271-1174 


Work Order 


ARL Number: 
Description: 
Client: 
Lot#: 
Date Received: 
PO Number: 
Entered By: 
Special Pricing: 


188140-01 Priority: 

Methylprednisolone AC (PF) 80 mg/mL Injection 

New England Compounding Center-MA / Framingham, MA 


08102012@51 

9/26/12 10:34 

Storage: 

Sample Cabinet 


Matrix: 

Drug 

Cassy Hughes 

Container: 

Four 2 mL clear vials 


Normal 


Login and Sample Data 


Test Data 


Test Method Analyst Date To Begin Date Tested Due Date 

Fungal 

Fungal MBI-114 Microbiology 09/26/2012 09/26/2012 10/02 /2012 


Condition of Sample: Q"] Ambient 20°C to 25°C (68°F to 77°F) 

Sample Description (size, no. of portions): 


Sample 

□ 188140-01 

□ 188140-01 

□ 188140-01 


Note 

User 

Date 

Test Group Note: 



in a clear bag. 

Cassy Hughes 

09/26/2012 10:44 

Sample plated on 10/3/12 from SDB to TSA and 

Ben Wronowski 

10/07/2012 9:03 

PDA, heavy fungal growth observed on both plates 




after 72 hr. incubation. 


10/18/2012 8:47 
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